USDA 



ROBERT MOVER 


745S279THST E 
MYAKKA CITY, FL 34^51 


United States Depanment of Agriculture 
Animal and Planl HsaHh liispeclion Siarvica 

Inspection Report 


Customer ID: 31 5S 
Certificate; 5S-C-0333 
Site; 001 

RORFFrrMOVFn 

Type; ROJTINE INSPECTION 
Date; Mov-16-2010 


Mo non-compliant iterrts idenlilied duririg this inspection. 


InspePUpn prd exit interview crinqlur^ted wi|h thie Fenrale owner. 


Prepared By; 


Title: 

Received By: 


Title; 


RICHARD BOTELHO, JR, A C I 


RICHARD BOTELRO, JR, ACH USDA, APHIS, Animal Care 
ANIMAL CARE INSPECTOR Inspector 2030 


(b)(e), (b)(7)(c) 


Page i i 


Date: 

Mov-16-2010 


Date: 

Mov-16-2010 


Insp e Ction Rep olt EKplaliatioli: http : / /unirw. iphis .us da. gov/ aliimaLlirelf ate / dowrnlo ads /IR_E>5)laliatioli.p df 






